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Sec. 12. Before going upon the killing floor, employees shall thor-
oughly wash their hands. The hands shall also be washed after each visit
to the toilet, and at such other intervals as may be required.
Sec. 13. No person shall be employed at a slaughterhouse while af-
flicted with any communicable disease.
Sec. 14. No dogs or cats shall be allowed in or around any slaugh-
ter house.
Sec. 15. The floor and side walls of the slaughtering room shall be
properly washed at the end of each day's killing, and the floors, trucks
and all other surfaces of the plant shall be washed and scrubbed as often
as is necessary to keep them in a clean condition.
Sec. 16. Carcasses shall not be dressed with skewers, knives, etc., that
have been held in the mouth. Spitting on whetstones or steels while
sharpening knives is prohibited.
Sec. 17. All knives, saws, cleavers, or other utensils, shall be thor-
oughly cleaned and sterilized after each day's use.
Sec. 18. No person shall urinate, defecate, or commit any nuisance
whatsoever in the slaughtering pens or any abattoir or slaughterhouse,
or within 150 feet thereof.
Approved and promulgated by the Executive Committee of the South
Carolina State Board of Health, July 14, 1937.
ARTICLE NO. 26. RULES AND REGULATIONS GOVERNING
WATER SUPPLY AND WATER PURIFICATION PLANTS
(Filed, secretary state's office-September 29, 1937.)
Sec. 1. No water furnished to the public for domestic use shall con-
tain bacteriological, biological, chemical or physical impurities which shall
injuriously affect or tend to affect public health. The source, treatment,
distribution and quality of the water shall be satisfactory to the State
Board of Health according to sanitary surveys and laboratory examina-
tions.
Sec. 2. No municipality, district, corporation, company, institution, per-
son or persons shall install or enter into contract for installing, or mak-
ing any additions, changes or alterations in a water supply, water puri-
fication plant, until complete plans and specifications fully describing
such work have been submitted to and received the written approval of
the State Board of Health, and thereafter such plans and specifications
must be substantially adhered to unless deviations are submitted to and
receive the written approval of the State Board of Health.
Sec. 3. Upon application, accompanied by an outline of any proposed
water supply, water purification plant, or proposed improvements or ex-
tensions, the general requirements which will meet the approval, will be
outlined. Preliminary or incomplete plans may be submitted for approval
and recommendations, if accompanied by a statement outlining omitted
portions; detail plans for which shall be submitted for final approval.
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